512-OUR  LADY  OF  THE  CONQUEST 
"LA  CONQUISTADORA" 
AMERICA'S  OLDEST  MADONNA 
ST.  FRANCIS  CATHEDRAL 
SANTA  FE,  NEW  MEXICO 


PLACE 
STAMP 
HERE 

IDK  334 


POST  CARD 


